
Complainant reports finding an object in hi a garden 
which he beleivea to be a Japanese fire bomb. 


REPORT 

The object wee turned over to Sergeant William Hedt of 
the Detroit Post. Mr. Cook states that he found It on 
^Jline-Sth, 1946 at the rear of hie garden. The object is 
a tin can 13 Inches in circumference by 9 Inches long 
with a wooden plug 3 3/4 inches long encased in the 
top of the round can. 

This object is being turned over to the Army Intelligence 
at Detroit Michigan for disposition. 

Captain Leonard, Second District Coasander, State Police 
has been advised and directed the object be turned over 
to the Army. 


Respectfully Submitted 
3gt 

Post Coniaander, Detroit. 


CC: Army Intelligence 


rt Continue Over 
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i DBPoarn 

If this report concludes oomplalnt, fill out following. li additional li 

Data of Pinal Dlipoaltlon Junfi 9th - 1945 1 ' ’ 


onaJ Investigation* art to bt made, leave blank. 


Post of Final Dlipoaltlon 


1. ( ) Complaint Unfoundod. 

2. ( ) Complaint Closed By Arreat. 

3. ( ) Service Rendered. 

4. ( x ) Other Diapoeltlon — epeelfy 













